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NOTIFICATIONS BY GOVERNMENT 

- X — 
ENERGY DEPARTMENT 

( PR . III ) 
APPOINTMENT OF SRI A . RAGHOTHAM RAO , IAS (RETIRED ) AS CHAIRMAN , ANDHRA PRADESH 
ELECTRICITY REGULATORY COMMISSION . 

[G . O . Ms. No . 79, Energy (PR . III), 11th July, 2008 .] 
In exercise of the powers conferred by sub -section (5 ) of Section 82 read with the sub -section (1 ) of Section 89 
of the Electricity Act, 2003 (Central Act No. 36 of 2003 ) and sub - section (4 ) of Section 4 read with sub - section ( 1 ) of 
Section 6 of the Andhra Pradesh Electricity Reform Act, 1998 (Act No. 30 of 1998 ) the State Government is pleased 
to appoint Sri A . Raghotham Rao , IAS (Retired ) formerly Chief Secretary to Government of Andhra Pradesh as the 
Chairman , Andhra Pradesh Electricity Regulatory Commission with effect from the date on which he assumes office , 
for the term upto 24 -4 - 2013 i.e . till he attains the age of 65 years. 


APPOINTMENT OF SRI C .R . SEKHAR REDDY, IRS, AS MEMBER IN ANDHRA PRADESH ELECTRICITY 
REGULATORY COMMISSION . 

[G . O . Ms. No. 80, Energy (Power. III ), 11th July, 2008.] 
In exercise of powers conferred under sub -section (5 ) of Section 82 read with sub - section ( 3 ) of Section 84 and 
sub -section ( 1) of Section 89 of the Electricity Act, 2003 (Central Act No . 36 of 2003) and sub -section (4 ) of Section 
4 read with sub -section (6 ) of Section 5 and sub - section ( 1) of Section 6 of the Andhra Pradesh Electricity Reform 
Act, 1998 (Act No. 30 of 1998 ), the State Government has been please to appoint Sri C .R . Sekhar 

Reddy, 
IRS, Commissioner of Income Tax ( Appeals. II), Rajkot, Gujarat as Member, Andhra Pradesh Electricity Regulatory 
Commission for a term of Five Years with effect from the date of his assumption of charge . 

In terms of the provisions of sub- section (3 ) of Section 84 of the Electricity Act, 2003 (Central Act No. 36 of 
2003) and sub -section (6 ) of Section 5 of the Andhra Pradesh Electricity Act, 1998 (Act No. 30 of 1998 ) 
Sri C .R . Sekhar Reddy, IRS., Commissioner of Income Tax shall assume charge of the post of Member, APERC on 
his demitting the office of the Commissioner of Income Tax on submitting his resignation or taking voluntary retirement, 
duly notified by the Government of India . 


A .K . GOYAL , 

Special Chief Secretary to Government. 
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